
Council of the 

Inspectors General 

on INTEGRITY and EFFICIENCY 



MAY 4 2012 

Mr. Michael Morisy 
MuckRock News 
DEPT MR 986 
PO Box 55819 

Boston, Massachusetts 02205-5819 
Subject: Log No. 6330-2012-12 
Dear Mr. Morisy: 

This letter responds to your December 2, 201 1, Freedom of Information Act (FOIA) request to 
the Council of the Inspectors General on Integrity and Efficiency (CIGIE). You requested copies 
of the CIGIE liaison digital archive. 

We are releasing 297 pages of responsive documents. Pursuant to FOIA, certain information has 
been redacted as it is exempt from release. Specifically, in accordance with 
5 U.S.C. § 552(b)(6), the names, signatures, initials, and other identifying information of 
individuals was withheld because release of this information could reasonably be expected to 
constitute an unwarranted invasion of personal privacy. Content pertaining to deliberative 
processes was withheld pursuant to 5 U.S.C. § 552(b)(5). 

We withheld 29 pages pursuant to 5 U.S.C. § 552(b)(5) and (b)(6). We have enclosed a brief 
explanation of the FOIA exemptions. 

Because of the manner in which the CIGIE liaison digital archive was stored, some of the 
attachments do not display script in a usable or legible format. Accordingly, such archived 
attachments were withheld or redacted as not relevant or responsive to the request. 

Additionally, wc determined that 1 1 pages in this file originated with the United States General 
Services Administration (GSA). Under FOIA, the agency that created the record is responsible 
for processing. Therefore, we have referred these pages to GSA for processing and direct 
response to you. 

For your follow-up purposes the contact information is: 

General Services Administration Phone: (202) 501-2262 

FOIA Requester Service Center (ADE) Fax: 202) 501-2727 
1275 First Street, NE, Room 1221 A 
Washington, DC 20417 
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Further, we determined that 13 pages in this file originated with the Office of Management and 
Budget (OMB). Under FOIA, the agency that created the record is responsible for processing. 
Therefore, we have referred these pages to OMB for processing and direct response to you. 

For your follow-up purposes the contact information is: 



725 1 7 th Street NW, Room 9026 
Washington, DC 20503 

You have the right to appeal CIGIE's response by writing to the Council of the Inspectors 
General on Integrity and Efficiency, 1717 H Street NW., Suite 825, Washington, D.C. 
20006-3900. Your appeal must be received within 45 days of the date of this letter. The outside 
of the envelope should be clearly marked "FOIA APPEAL." 



Ms. Dionne Hardy, FOIA Officer 
Office of Management and Budget 
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Phone: (202) 395-FOIA 
Fax: (202) 395-3504 



Sincerely, 




Enclosure: Exemptions list/documents 



cc: (w/incoming & referral pages) 

Ms. Sharon Lighton, GSA 

Ms. Dionne Hardy, FOIA Officer, OMB 



